To:  Ward,  W.  Robert[Ward. Robert@epa.gov];  Bohan,  Suzanne[bohan. suzanne@epa.gov]; 

Madigan,  Andrea[Madigan. Andrea@epa.gov] 

From:  Hestmark,  Martin 

Sent:  Sat  8/8/2015  3:58:17  PM 

Subject:  FW:  CDPHE's  5 Day  Spill  Report 

Gold  King  Mine  WQ  Ops-5  day  Incident  Spill  SSO  Reporting  Form.doc 


Bob/Suzanne  - we  are  hoping  you  can  have  someone  review  this  before  we  send  it  to  CDPHE. 
Let  me  know. 


From:  Dhieux,  Joyel 

Sent:  Saturday,  August  08,  2015  9:43  AM 

To:  Madigan,  Andrea 

Cc:  Hestmark,  Martin;  Ostrander,  David;  R8  Documentation  Unit  Leader 
Subject:  CDPHE's  5 Day  Spill  Report 


* ATTORNEY  - CLIENT  CONFIDENTIAL  DELIBERATIVE  * 


Hi  Andrea, 


The  CDPHE  Water  Quality  Unit  forwarded  this  report  to  us  with  a request  that  we  complete  it 
for  Gold  King.  I initially  reviewed  and  completed  the  report  this  morning.  I have  a number  of 


request  a two  week  extension. 


Thanks  so  much, 


Joyel 
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Joyel  R.  Dhieux 

Federal  On-Scene  Coordinator 

U.S.  EPA  Region  8 

Ph: 303-312-6647 

Cell:  720-441-9961 
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